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Enriching and Purifying Gas, The Bayer Process 
of, 432 
Eskmeals Coal Dust Explosions Experimental 
Station, 226 
European Gas Company, 64, 69, 322 
Evesham District Water Scheme, 197 
Exeter Gas Company, 188 
Exhibitions— 
Building and Decorative (Glasgow), 955 
Gas— 
Frankfort-on-Main, 603 
Munich, 827 
National (see National) 
Lighting and Heating, at St. Petersburg, 691, 


749 
Exmouth Battleship, Fire Caused by Electric Wire 
on, 293 
Explosions— 
Bitumen Gas, 546, 555 
Coal Dust, 573 
a 59, 136, 452, 454, 515, 517, 637, 719, 791, 
52 


Explosions of Coal Gas and Air, Conditions A ffect- 
ing, 438, 502 
Eyestrain, Lighting and, 359, 483, 549, 618, 764 


Factories and Workshops, Report of the Chief 
Inspector on, 12, 23, 47, 165, 166 
Falk, Stadelmann, and Co.’s Improved Ukay 
Lamp, 608 
Falkirk Gas Undertaking, 65, 453, 637, 860 
Falmouth Gas Company, 716 
Farnworth Gas Purchase Question, 631 
Faversham Gas Company, 126 
Feld Process for the Manufacture of Sulphate of 
Ammonia, 161, 178, 378 
Felixstowe Electricity Scheme, 222, 440 
Fermoy Gas Company, 455 
Fernhill Collieries Limited, 600 
Fire Clay (see Refractory Material) 
Fires, 16, 717, 794, 939 
Fires, Gas (see also Heating)— 
And Increased Sunshine, 570 
Cole, Mr. F. W., on, 424 
Doctors and, 834 
Hygienically Perfect— 
Bone, Professor W. A., on, 116, 843 
Butterfield, Mr. W. J. A., on, 219, 232, 290 
Comments, 14, 219, 748, 895 
Davis Gas Stove Company on, 176 
Experimenter on, 55 
Glover, Mr. T., on, 25, 176 
Interested Reader on, 850 
Yates, Mr. H. J., on, 841 
New Season’s— 
Davis's, 927 
Fletcher, Russell, and Co.'s, 757 
Parkinson’s, 836 
Richmond's, 835 
Wilsons and Mathiesons’, 926 
Unfair Statements in Regard to, 17, 425 
Wilsons and Mathiesons’ New Fuel for, 702 
Fish, Alleged Poisoning of, by Tar, 192, 821, 855 
Fleet Street, The New Gas Lichting in, 685 
Fletcher, Mr. W., on the Construction of Meters, 


777 
Fletcher, Russell, and Co.’s— 
Cookery Books, 755 
New Season’s Fires, 758 
Floriculture in the Atmosphere of London, 574 
Foreign and Colonial Lighting, Limited, 575 
Forfar Gas Undertaking, 717 
France, Coke Oven Gas Supply in, 44 
Frankenfeld, Herr, on Gas Manufacture in Rela- 
tion to the Disposal of the Bye Products, 759 
Frankfort-on-Main Gas Exhibition, 603 
Franklin Institute, 306 
Fraserburgh Gas Undertaking, 790 
Free Gas Appliances, 699 
French Patents (see also ‘‘ Register of Patents,’ 
Pp. x.)— 
Parsey’s Arrangement of Vertical Retorts, 834 
Société de la Manutention Mécanique Indus- 
trielle and M. Pierre Picard’s Continuous 
Coke Quencher and Conveyor, 557 
Société Lorraine de Carbonisation’s Process for 
the Preparation of Sulphate of Ammonia, 


55 
Friend, Dr. J. N., on the Advantages of Rust in 
Painting Ironwork, 501 
Frimley and Farnborough Water Company, 574 
Frinton-on-Sea, Public Lighting of, 791 
Fuel— 
Appliances, Industrial, 557 


Fuel (continued)— 
Future of British, 54 
Gas as a, 633, 783, 854 
Fuels, Liquid, Solid, and Gaseous, for Power Pro- 
duction, 773 
Furnace Firing with Heavy Tar Oils, 245 


Gacylote (Parkinson’s) Hot Water Tank, 105 
wae Mr. R. H., on the Corrosion of Cast Iron, 


Gubichandead Water Undertaking, 223 
Garforth, Dr. W. E., on the Future a the Coal 
Supply, 927 
Garsington (Oxon) Water Supply, 195 
Gas— 
And Air Adjusters, The Introduction of, 629 
And Air Explosions, Conditions Affecting, 438 
As a Motor Fuel, 34 
Benzol from (see Benzol) 
Century of Progress in the Use of, 935 
Contamination of, in Holders, 53 
Effect of Distribution on the Illuminating and 
Heating Value of, 617, 848 
Electricity versus— 
For— 
Asylums, 393 
Railway Carriage Lighting, 930 
Schools, 136, 518 
Unfair Statements, 98, 487, 549, 674, 751 
Enrichment by the Bayer Process, 432 
High Make Per Ton of Coal, 828 
Hints on Using, 925 
Oil Ousted by, 390 
Sales, Pushing, 376 
Gas Coal Sales Association, 298 
Gas Engineering and Gas Supply— 
City and Guilds of London Examinations— 
Pass Lists, 106, 226 
Prize Winners, 360, 423, 750, 924 
Programme for 1913-14, 359 
Society of British Gas Industries Awards for, 


759 
Manchester Municipal School of Technology 
and, 794 
Smethwick Municipal Technical School Classes 
in, 721 
Westminster Technical Institute Classes, 825 
Gas Manufacture, Possible Economies in, 686 
Gas Meter Company, 548, 604 
Gas Ring, Death Caused by a, 330 
Gas Using Appliances, Efficiency of, 354 
Gas Works— 
Alleged Nuisance Caused by a, 782 
Ammonia Losses in, 685 
And Vegetation, 606 
Control, Report of the German Gas and Water 
Association Commission on, 43 
Hints on Operating Small, 246 
Motor Fuel Supply from (see Motor Fuel) 
Plans and Descriptions of— 
Bolton, 776 
Greenock, 680 
Leek, 237 
Toulouse, 99 
Remodelling a Small, 770 
Gas World Analyses of Gas Companies’ Accounts 
for 1912, 377 
Gaseous Explosions Committee of the British 
Association, Report of the, 759 
Gaseous Mixtures and Temperature of Inflamma- 
tion, 924 
Gases, Industrial Combustible, 306 
Gasholder, Design of a, 553, 611, 779, 850 
Gasholders— 
As Guides for Aéiial Navigation, 15, 35 
Contamination of Gas in, 53 
KG6rting, Herr E., on, 37, 93, 111, 159, 177, 246, 


247 
Gaslight and Coke Company— 
Accident to a Workman at Beckton, 1go 
Annual Sports and Flower Show, 521 
Contribution Arising out of the Bayswater Sewer 
Fatality, 136 
Dividend, 223 
Editorial Comments, 288, 353 
Employees’ Contributions to Crystal Palace 
Fund, 453 
Employees’ Festival at the Crystal Palace, 59 
Litigation— 
Motor Lorry, 252, 383 
Validity of Verbal Notice to Workmen, 127 
Workmen's Compensation Claim, 320 
Main on Fire in the City, 572 
Meeting of Shareholders, 383 
Opposition to the Post Office Tube Railway Bill, 
224, 248 
Quality of the Gas, 228, 390 
Report and Accounts, 294 
Sale of Stock, 187 
Working Results, 426, 427 
Gateshead of Fleet Gas Undertaking, 860 
German Association of Engineers, 759 
German Association of Gas and Water Engineers— 
Annual Report of the Council, 42 
Bunte, Dr. K., on the Technical Development of 
the Heating of Gas Making Settings, 171, 221 
Editorial Comments, 12, 92 
Géhrum, Herr, on Modern Boiler Systems and 
their Working, 175 
Knoevenagel, Professor, on the Removal of Car- 
bon Bisulphide, 111 
K6rting, Herr E., on Gasholders: Their Con- 
struction and Use, 37, 93, II11, 159, 177, 246, 
247 
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German Association of Gas and Water Engineers 
(continued) — 

Kuckuk, Herr F., on the Extraction of Carbon 
Bisulphide from Gas by the ‘‘ Athion’’ Pro- 
cess, 34 

Reports of Commissions— 

Gas Meters, 44 
Gas Works Control, 43 
Photometry, 44 
Training and Experimental Institute, 42 
Water Works Control, 44 
Review of the Proceedings, 19 
German Welsbach Company, 520 
Germany, Tar Products in, 257 
Gevers-Orban, M., on Tar Distillation in Metal- 
lurgical Practice, 705 
Gibson, Dr. C., on School Lighting, 603, 616 
Girvan Gas Company, 327 
Glamorgan Collieries Coking Plant, 513, 570, 572 
Glasgow— 

Central Suspension Lamp Installation at, 36 

Lighting of Common Stairs in, 133 

Public Lighting Control in, 515 

Glasgow Electricity Undertaking, 392 
Glasgow Gas Undertaking— 

Annual Accounts, 448 

Boundaries Extension, 64 

British Commercial Gas Association Meeting, 
515 

Free Appliance Results, 422 

Revenue for the Year, 193 

Suggested Coke Oven Installation, 64 

Glasgow Water Undertaking, 64, 452 

Globe Fixing to Inverted Burners, 603 

Gloucester Gas Company, 561 

Glover, Mr. T., on Hygienic and Heating Effi- 
ciencies of Gas Fires, 25, 176 

Glover and Mains, Limited, 136, 956 

Gohrum, Herr, on Modern Boiler Systemsand their 
Working, 175 

Goodenough, Mr. F. W., on Gas as a Fuel, 633, 
783, 854 

Goole Gas Undertaking, 263 

Gosport Water Company, 294 

Government Chemist, Annual Report of the, 673 

Graetzin Lamps in Paris, 102 

Grangemouth Gas Undertaking, 327, 424, 789, 
860 (2) 

Grange’s Arrangement of Making Connections on 
Charged Mains, 170 

Grays and Tilbury Gas Company, 184, 516 

Great Harwood Gas Undertaking, 717 

Grebel, M. André, on— 

Coal Gas as a Motor Fuel, 34 

Combined High and Low Power Incandescent 
Burner, 170 

Regulating Upright and Inverted Burners, 173 

Greene County (Penn.), Large Gas Well at, 957 
Greenock Electricity Department, 571 

Greenock Gas Undertaking, 680 

Grey, Earl, on Co-operation and Industrial Strife, 


635 

Guillet, M., on the Contamination of Gas in 
Holders, 53 

Gyde and Darby Bankruptcy, 319 


Haddington Gas Undertaking, 790 

Hadley Water Supply, 454 

Halkett, Mr. R., on the Sales and Distribution 
Department, 695 

Hamilton Gas Undertaking, 193, 244 

Hammersmith Street Lighting, 394 

Harman, Mr. E. A., on Building Large Gasholders, 


247 
Harrogate, Electric Light Failure at, 644 
Harrogate Gas Company, 643 
Harrogate Water Supply, 573 
Harrow and Stanmore Gas Company, 712 
Hartlepool Gas and Water Company, 640 
Hastings and St. Leonards Gas Company, 714 
Hastings Electricity Undertaking, 166, 226, 293, 


359 
Hawarden Water Company, 575 
Hawick Gas Company, 327, 487 
Haxby Gas Supply, 794 
Heating and Ventilation, City and Guilds of Lon- 
don Examinations in, 359 
Heating by— 
Electricity— 
Horsnaill, Mr. W. O., on, 62 
Morris, Professor J. T., on, 774 
Outlook for, 824 
Gas (see also Fires)— 
Coal Merchants’ Crusade against, 99, 164, 422 
Selas System of, 484, 497, 628 
Smith and Walter, Messrs., on, 55 
v. Electricity, 358, 424, 425 
Heaton Norris, Stockport Corporation and, 127 
Hebburn Explosion Investigation, 546, 555, 675, 
788 
Helensburgh Gas Undertaking, 571 
Helm Lamp Company and the National Gas 
Exhibition, 54, 115, 176 
Hereford Gas Undertaking, 191 
liermanns, Herr H., on Conveying Plants for 
Coal and Coke in Gas Works, 550 
Herring, Mr. W. R., on Brick Built v. Moulded 
Retorts for Vertical Installations, 246 
Heywood Electricity Undertaking, 516 
High Pressure Gas— 
Charge for Electricity for Compressors for, 116 
In— 
Aldershot, 61 
Belfast, 257, 490, 639 





High Pressure Gas (continuea)— 
Lamp Patent Litigation, 251 
Tooth’s System of, for Metallurgical Purposes, 
236 
High Wycombe Gas Company, 720 
Hinckley, A Communication Pipe Rent Question 


at, 948 

Holborn Borough Council and the Abatement of 
the Smoke Nuisance, 570 

Holgate, Mr. T., on Refractcry Material in Gas 
Works, 103, 169 

~~ Limited, and their Managing Director, 


Holyhead and North Wales Gas and Water Cor- 
poration, 123 

Holyhead Electricity Supply, 953 

Holytown Gas Company, 637 

Holywood Water Supply, 517, 720 

Home Office Report on Mines and Quarries, 606 

Honiton Water Supply, 6 

Honolulu, An Ingenious Device for Stealing Gas 
in, 259 

Hopkinson, Professor Bertram, on Cooling Gas 
Engines, 355, 372 

Horley Gas Company, 634 

Horsnaill, Mr. W. O., on Electric Cooking and 
Heating, 62 

Houghton-le-Spring Gas Company, 187 

Hove Electricity Purchase Question, 97 

Hoylake and West Kirby Gas and Water Com- 
pany, 250 

Huddersfield Gas Undertaking, 59, 326 

Hughes’ Gas Producer, 309 

Humphrey High Power Lamps, 361 

Humphrey Pump— 

Company, 198 
Official Tests of, at Chingford, 375, 433 

Humphrys, Mr. N. H., on the Waste of Am- 
monia, 600, 615, 763 

Hydraulic Power Company, 127 

Hydrogen, Nitrogen, and Methane, Determination 
of, in Gas, 832 


Ilford Gas Company, 69, 713 
Ilkeston Gas Undertaking— 
Beardsley, Mr. F., Death of, 604 
Gasholder Re-Installation, 255, 857 
Position of, and Presentation to, Mr. 
Humphrys, 131, 749 
Profits, 450 
Workers’ Organization, 257, 719 
Illuminating Engineering Society, Joint Committee 
on School and Library Lighting, 161, 173 
Illuminating Engineering Society (American)— 
A Survey of the Lighting Field, 625 
Alger, Dr. E. M., on Improper Lighting and Eye 
Strain, 618 
Ives, Dr. H. E.,on Home Experiments in Illumi- 
nation from Large Area Light Sources, 619 
Nomenclature and Standards, 825 
Illuminating Power, Jet Photometer as an Instru- 
ment for Testing, 105 
Illumination (see also Lighting)— 
From Large Area Light Sources, 619 
International Commission on, 607, 676 
Nomenclature and Standards, 825 
Ilsley and Clark, Messrs., on the Ignition of Mine 
Gases by the Filaments of Incandescent Lamps, 


F.C. 


694 
Imperial Continental Gas Association— 
Belgian Concessions, 371 
Dividends, 930 
Incandescent Gas Lighting (see also Burners and 
Lamps)— 
Burner Trade, 718 
Mantles, Curtis’s and Harvey’s, 428 
Income Tax Depreciation, Developing Sales of Gas 
and, 698 
Incorporated Municipal Electrical Association, 
17, 97, 166, 226 
Indiana Gas Association, 832 
Indianapolis Light and Heat Company, 935 
Industrial Council Inquiry, 356 
Industrial Fuel Appliances, 557 
Industry and Science, The Relations of, 27 
Institution of Gas Engineers— 
Commentaries on Sir Corbet Woodall’s Presi- 
dential Address, 18, 226 
Council Meeting, 928 
Presentation to Mr. Thomas Newbigging, 18 
Report on the Department of Coal Gas and Fuel 
Industries at Leeds University, 485, 489, 543 
Smith and Walter's, Messrs., Paper on Gaseous 
Heating, 55 
Institution of Mechanical Engineers, 355, 372, 375 
Institution of Mining Engineers, 751, 927 
Institution of Municipal and County Engineers, 
237 
Institution of Water Engineers— 
Chapman, Mr. S. C., on Animal Growths in 
Water Pipes, 625 
Jenkins, Mr. A. J., on the Water Supply of 
Jersey, 113 
Refractory Materials Committee’s Specifica- 
tions, Experiences with, 219, 227 
Insurance Act Unemployment Benefits, 423 
International Congress of Medicine on Electricity 
and Eyesight, 483, 549, 764 
International Co-Operative Alliance, 635 
International Photometric Commission, 607, 676, 
747, 753 
International Roads Congress (see Roads) 
Inverkeithing Gas Company, 453, 487 
Inverurie Gas Company, 262 


‘* Investor's Chronicle’’ on Gas Investments, 602 
Iowa District Gas Association, 246, 557 
Ipswich Electricity Undertaking, 67 
Irish Association of Gas Managers— 
Abady, Mr. Jacques, on British Thermal Units, 
484, 494 
Docking, Mr. A., on the Selas System of Light- 
ing and Heating, 484, = 628 
Genera! Business, 494, 4 
Presidential Address of Mr. W.H. Roberts, 437, 
482 
Iron— 
Coal Tar and Quicklime for Protecting, 627 
Corrosion of Cast, 377 
Rusting of, 231, 896 
Iron and Steel Institute— 
Coppée, Baron E., on Coke and Residual Manu- 
facture in Belgium, 702 
Gevers-Orban, M., on Tar Distillation in Metal- 
lurgical Practice, 705 
Iron Foundries, The Lighting of 47 
‘*Tronmonger,’’ The, on— 
Distance Gas Lighting, 719 
Incandescent Burner Trade, 718 
Passing of the Lamp Post, 391 
Ironwork Advantages of Rust in Painting, 501 
Irvine Gas Company, 571 
Isle of Thanet Gas Company, 96 
Italian Gas and Water Association, 100 
Ives, Dr. H. E.— 
Artificial Daylight Producer, 366, 421 
Home Experiments in Illumination from L arge 
Area Light Sources, 619 











Jedburgh Gas Company, 193 | 
Jenkins, Mr. A. J., on the Water Supply of Jersey, 
II 


3 

Jersey Gas Company, 295, 487 

Jersey Water Supply, 113 

Johnston Gas Undertaking, 515 

Jones, Mr. E. C., on Oil Gas and Its Manufacture, ) 
622 

Junior Associations, Meeting of Joint English and 
Scottish, 925 

Junior Institution of Engineers, 94, 107, 935 


Keighley Gas Undertaking, 862, 953 

Keith and Blackman Company, 198, 251 

Kelty Gas Company, 193 

Kelvin, Lord, Memorial to, 234 

Kendal Gas and Water Undertaking, 569 
Kenilworth Gas Company, 196 

Kenmare Water Supply, 717 

Kershaw, Mr. J. B. C., on Co-Partnership, 767 
Kidderminster Gas Company, 674 

Kilrush Gas Undertaking, 721 

Kilwinning Gas Undertaking, 637 

Kingscliffe Water Supply, 264 

Kingskerswell Gas Supply, 955 
Kingston-on-Thames Electricity Undertaking, 320 
Kingstown Electric Lighting Order, 167, 184, 382, 








443, 507 
Kirkby Gas Undertaking, 188 
Kirkcaldy Electricity Department, 193 
Kirkcaldy Gas Undertaking, 134, 571, 716, 789 
Kirkcaldy Water Supply, 327 
Kirkcudbright Gas Undertaking, 637 
Knapp and Liverseege, Messrs., on the Action of 
an Alkaline Natural Water on Lead, 837 
Knaresborough and the Electric Light, 793 
Knoevenagel, Professor, on the Removal of Car- 
bon Bisulphide from Gas, 111 
Knublauch, Dr., on the Estimation of Ammonia 
and Cyanogen Compounds, 370 
Knutsford Light and Water Company, 572 
Kénigsberg Gas Works— 
Benzol Recovery at, 764 
Feld Process at, 178 
Korting, Herr E., on Gasholders : Their Construc- 
tion and Use, 37, 93, 111, 159, 177, 246, 247 
Kuckuk, Herr F., on the Extraction of Carbon 
Bisulphide from Gas by the ‘‘ Athion "’ Process, 





12, 34, 92 . : 
Kukuk and Mintrop, Messrs., on Rhine-West- 
phalian Coal Deposits, 112 








Labour Questions (see also Co-Partnership, Strikes, 
and Trade Unions)-— 
Coal Miners’ Wages, 547 
Gas Workers’ Questions— 
Blackburn, 324 
Bradford, 787 
Ilkeston, 257 
Midlands, 514 
Nottingham, 60, 131, 192 
Rochdale, 516 
Sedgley, 855 
Sydney, 61, 67 
Housing Workmen during Reservoir Construc- 
tion, 518 
Manchester Corporation Employees’ Wages, 123 
National Free Labour Associatiun, 603, 644 
Validity of Verbal Notice to Workmen, 127 
Lamp Standards, Abolition of, 95, 391 
Lamps— 
Electric— 
Depreciation of the Illuminating Power of, 
225, 292 
Filament, The Rating of, 166 
Glare of, 549 (see also Eyestrain) 
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Lamps, Electric (continued)— 
Half Watt, 548, 604, 672, 674, 823 
Ignition of Mine Gases by, 694 
Rates for, 358 
Gas— 
Central Suspension of, 16, 36 
Damage to, by Stone Throwing, 721 
Graetzin, 675 
Graetzin in Paris, 102 
High Pressure Patent Litigation, 251 
Humphrey, 361 
Mannesmann, 609 
New Inverted Company’s, 756 
Newborn, 610 
Softlite, 763 
Ukay, 608 
Welsbach Company’s, 678 
Wholesale Fittings Company’s, 837 
Motor Car Drivers and, 440 
Lanark Gas Supply, 134, 571, 860 
Lanarkshire, Water Supply in, 571 
Larkhall Public Lighting, 637 
Latchmere Estate, Gas Stoves for the, 62, 393 
Laurain, M., on— 
Marking Gasholders to Guide Aviators, 35 
Utilization of Small Coke, 115 
Washing Clinker and Utilization of Residual 
Fuel, 35 
Lea Bridge District Gas Company, 567 
Lead, Action of an Alkaline Natural Water on, 837 
Lead Wool Company, 957 
Leatherhead and District Water Company, 518 
Leatherhead Gas Company, 455, 643, 957 
Lee and Mathers, Professors, on Determination of 
Hydrogen, Nitrogen, and Methane in Gas, 832 
Leeds Corporation Gas Inspector, 548 
Leeds Electricity Undertaking, 947 
Leeds Gas Works, Gassing Fatality at, 513 
Leeds University— 
Report on the Department of Coal Gas and Fuel 
Industries, 485, 489, 543 
Ventilation Research Chemist, 750 
Leeds Water Supply, 67, 126, 197 
Leek Gas Undertaking, 237 
Legge, Dr. T. M., on Industrial Poisoning, 295 
Leigh Gas Undertaking, 570 
Leiston Water Undertaking, 223 
Leslie Gas Company, 134, 515 
Lessing, Dr., on the Economics of the Smoke 
Nuisance Question, 843 
Leven Gas Company, 134 
Lever, Sir William, on Co-Partnership, 223 
Lewes, Professor Vivian B., on Petrol Substitutes 
for Use in Motors, 303 
Lewes Gas Company, 779 
Lewisham Workhouse and Infirmary, Lighting of, 


824 
Leyden Municipal Gas Undertaking, 786 
Libraries, The Lighting of, 161, 173 
Liebreich and Spitzer, Drs., Experiments on Rust 
under Paint, 896 

Light, Composition of Artificial, 549 
Lighting (see also Illumination)— 

A Survey of the Field for, 625 

Business, Stimulating the, 376 

Factories and Workshops, 14, 23, 47 

Highways, Methods of, 50 

Industrial, 305 

Iron Foundries, 47 

Schools, &c. (see Schools) 

Selas System of, 484, 497, 628 

Street Accidents and, 547 

Streets, Specifications for, for America, 358, 374, 

424 

Workhouses, 390 
Lightning, Gas Fired by, 521 
Limerick Electricity Undertaking, 391, 787 
Limerick Gas Undertaking, 189, 853 
Little, Miss M., on Simple Electric Cookery, 224, 


230 

Little, Mr. A. S. B., on Reducing Excessive Pres- 
sure in Purifiers, 24 

Littleborough Gas Company, 386, 956 

Liverpool United Gas Company, 562 

Liverpool Water Undertaking, 391 

Liverseege aud Knapp, Messrs., on the Action of 
an Alkaline Natural Water on Lead, 837 

Livesey Professor’s Annual Report, 485, 489 

Living, Board of Trade Report on the Increased 
Cost of, 485 

Llanddulas Water Supply, 60 

Llandudno Gas Supply, 954 

Llantrisant Gas Company, 126 

Liwynpia Coke Ovens, A Ten Feet Gas Flare at, 


513 
Loanhead Gas Company, 392 
Local Authorities, The Borrowing Powers of, 163, 
183 
Local Government Provisional Orders (See Pro- 
visional Orders) 
Local Taxation Returns, 602 
Lochgelly Gas Company, 193 
Lochore Public Lighting, 453 
London Gas Controller, Limited, 521 
London (see also London County Council)— 
Floriculture in the Atmosphere of, 574 
Gas Companies’ Working Results, 426, 427 
Gas Meter Testing in, 956 
Public Lighting in, a Century Ago, 634 
Quality of the Gas Supply in, 228 
Traffic, Select Committee’s Report on, 547 
London and Southern Junior Gas Association, 938 
London County Council— 
Bill, 16 
Fire Brigade Report, 601 
Gas Testing Staff Changes, 357, 390 
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London County Council (continued)— 
Lamps, Centrally Suspended, 16, 391 
Meter Testing, 190, 259, 382, 956 
Quality of the Gas Supply, 228, 390 
Westminster Technical Institute Gas Engineer- 
ing Classes, 825 
London Electric Firm's Lamp Suspension Arrange- 
ment, 36 
London Fire Brigade Report, 601 
‘* London ’’ Lamp Controller, 493 
Londonderry Water Supply, 329, 955 
Long Melford Gas Company, 424 
Lugar, Memorial Tablet to William Murdoch at, 


299 

Lush’s, Mr. A. H., Report on the Dangers of Tar 
and Pitch in Patent Fuel Industries, 636 

‘*Lux’’ Gas Controller, 235 

Lyttleton (N.Z.) Gas and Water Supply, 455 


Macduff Gas Company, 327 
Macleod's, Mr. J., Presidential Address to the 
North British Association of Gas Managers, 
680 
Macpherson and Co.'s Retort Material, 501 
Madden's, Mr. H. D., Presidential Address to the 
Wales and Monmouthshire Institution, 931 
Madrid Water Supply, 456 
Maidenhead Gas Company, 721 
Maidenhead Water Company, 457 
Maidstone Gas Company, 566 
Malvern Gas and Electricity Department, 825, 827 
Manchester and District Junior Gas Association— 
Fletcher, Mr. W., on the Construction of 
Meters, 777 
Prizes for Papers, 691 
Programme for the Session, 775 
Visit to the Bolton Gas Works, 776 
‘*Manchester City News’’ on the Presentation to 
Mr. Thomas Newbigging, 18. 
Manchester Corporation Employees’ Wages, 123 
Manchester Corporation Gas Undertaking— 
Annual Report, 15 
Discount System, 517 
Free Gas Appliances, 640 
Manchester Municipal School of Technology, 794 
Manila Gas Undertaking, 548 
Mannesmann Lamp, A New, 609 
Mansfield Gas and Water Supply, 96, 256, 326, 857 
Mansfield’s Wireless Pipe Locator, 295 
Marchal Coal Testing Apparatus, 312 
Marple Gas Supply, 451 
Marriages, 29, 96, 165, 223, 556, 674, 829, 833 
Maryborough (Queensland) Gas Company, 792 
Marylebone Electricity Undertaking, 225, 292, 
549, 675 
Maryport Gas Undertaking, 569 
Massachusetts Gas Company's Right to Sell their 
Property, 782 
Mathers and Lee, Professors, on Determination of 
Hydrogen, Nitrogen, and Methane in Gas, 
832 


3 
Mayo Lunatic Asylum, Lighting of, 393 
Melbourne Metropolitan Gas Company, 391, 642, 
672, 674, 711, 749 
Mellor, Dr. J. W., on— 
A Quantitative Inorganic Analysis, 925 
Ceramic Industries, 549 
Refractory Materials and Temperature Tests, 
356, 368 
Mellor Water Supply, 391, 573 
Melton Mowbray Gas Company, 514, 674 
Merthyr Tydfil Gas Undertaking, 223 
Metal Melting, Tooth’s High Pressure Gas System 
for, 236 
Meters— 
Electric— 
Limits of Error in, 54 
as— 
Construction of, 777 
High Pressure, The Testing of, 190, 259, 382 
Report of the German Gas and Water Asso- 
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